AMENDMENT NO. 1 DECEMBER 2018 
TO 
IS 10322 (PART 5/SECTION 5) : 2013 LUMINAIRES 


PART 5 PARTICULAR REQUIREMENTS 
Section 5 Floodlights 
(First Revision) 
(Page 3, clause 17.3) — Insert the following at the end of clause: 


“For LED products, see IS 16107 (Part 2/Sec 1) : 2012 ‘Luminaires 
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performance: Part 2 Particular requirements, Section 1 LED luminaire’. 
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